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May 22, 2003 


The Most Reverend John J. Myers, Archbishop of Newark 
171 Chfton Avenue 

P.O. Box 9500 

Newark, New Jersey 07104-0500 


Dear Archbishop Myers, 
It is always a delight hearing from you-—never a bother. The Archdiocese and you, in 
particular, have been such good friends and neighbors to the City of Newark, it 1s always 
my pleasure to assist in any way I can. 
I have discussed your request with Newark’s director of Engineering, James Adams. He 
asked that the appropriate person, who would be working on the design and placement of 
these banners for the Archdiocese, contact him at (973) 733-8520. Mr. Adams will be 
able to answer your questions and will assign someone in the Division of Traffic and 
Signals to work with your designee in providing this tribute to the Archdiocese of 
Newark’s 150" anniversary. 
Please feel free to call upon me at any time. 
Warmest regards. 
Sincerely, | 
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Pamela E. foldstein 
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Cc: James Adams, Director of Engineering 


